United States Department of Agriculture 
Animal and Plant Health Inspection Service 


USDA 





BAYLOR CHAMBER OF 
COMMERCE 


Customer ID: 3898 
Certificate: 74-C-0038 


PO BOX 85588 
WACO, TX 76798 -558 


All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


Site: 001 

CAMPUS PIT ONI 


Inspection 

Type: ROUTINE INSPECTION 
Date: JUL-01-2003 


The last routine inspection was conducted on 11-08-03. 


This routine inspection and exit review were conducted with the 
land USDA VMO, Earnest Johnson. 


NO NON-COMPLIANT ITEM (S) IDENTIFIED THIS INSPECTION. 


Note: A copy of the sign PVC will be faxed to me. 










